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Lyon of Glamis. Eight barons and eight earls of Kinghorn and Strathmore (which title was added 1677) lived in Glamis Castle before Lady Anne was born. The family history had been of the most eventful kind. The widow of John, 6th Lord Glamis, was' burnt as a witch on the Castle Hill at Edinburgh, for attempting to poison King James V., and her second husband, Archibald Campbell, was dashed to pieces while trying to escape down the rocks which form the foundation of the castle. Her son, the 7th Lord Glamis, was spared, and restored to his honours upon the confession of the accusers of the family that the whole story was a forgery, after it had already cost the lives of two innocent persons. John, 8th Lord Glamis, was killed in a Border fray with the followers of the Earl of Crawford: John, 5th Earl, fell in rebellion at the battle of Sheriffmuir: Charles, 6th Earl, was killed in a quarrel. The haunted castle of Glamis itself, the most picturesque building in Scotland, girdled with quaint pepper-box turrets, is full of the most romantic interest. A winding stair in the thickness of the wall leads to the principal apartments. The weird chamber is still shown in which, as Shakspeare narrates, Duncan, king of Scotland, was murdered by Macbeth, the " thane of Glamis." In the depths of the walls is another chamber more ghastly still, with a secret, transmitted from the fourteenth century, which is always known to three persons. When one of the triumvirate dies, the survivors are compelled by a terrible oath to elect a successor. Every succeeding Lady Strathmore, Fatima-like, has spent her time in tap-